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OCT 12 1978 


MEMORANDUM FOR: Chief, Physical Security Division 


STATINTL FRom: 
; Strial Security Branch 


SUBJECT: Distribution of Audit Report Copies 


STATINT 


1. Recent discussions with OD§E and OL Securit Staffs 
indicated that, in many cases,the respective ISO's Panes 
having cognizance over audited facilities were not being shown 


copies of the audit report. Both offices agreed that it was 
STATINTLVery desirable for hell Tso to be familiar with the 
contents of the audit report so that he can be more effective 
in his day-to-day relationship with the contractor and to be 
able to review and support recommendations in the report. 


STATINTL 2. Effective 1 October 1978, two copies of an audit 
report will be sent to the responsible Headquarters component 
wh t work at the facility and where an ISO at a 
has direct responsibility for continuing 
ce. One copy will be maintained at Headquarters 


STATINT 


and e copy will be forwarded to the cognizant ISO 
BEE whore appropriate storage facilities are available. STATINTL 
3. The Industrial Security Branch will provide 
additional copies of reports for those audits conducted in 
FY78 where copies were not sent to ISO's STATINTL 
STATINT 


cc: OD&E/SS 
OL/SS 


AC Serre pag 
ae 


i 
i 


ie 
BA RES enh ced ts 
UU Vite a 
as6 90 


Gla- BP9 172R000800040013-7 


Nesi® GRE ce 
ented Ss 2 ae, Bay 
Eo SUL Sy ve 


RIYA dsr onecwpie pos 
Aprons: 
Approved For Re 


STATINTL Approved For Release 2002/01/09 : CIA-RDP96B01172R000800040013-7 


Approved For Release 2002/01/09 : CIA-RDP96B01172R000800040013-7 


